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UNCLAS USNATO 2847 

E.O. 11652: N/A 

TAGS: OCON, NATO, MILI 

SUB J : CONFIRMATION OF HOTEL ACCOMMODATIONS - MINISTERIAL 

REF: TELECON BETWEEN GEN SKANTZES OFFICE AND US MISSION 
TO NATO ON 10 MAY 76 

1 . IN RESPONSE TO REFERENCE, HOTEL RESERVATIONS FOR MAJ GEN 
LAWRENCE A. SKANTZE ARE CONFIRMED AT THE HOLIDAY INN, BRUSSELS, 
FOR THE PERIOD 10 AND 1 1 JUNE 1976. 

2. A CAR WILL BE AVAILABLE FOR GEN SKANTZE FOR THE DURATION 
OF HIS VISIT. PLEASE ADVISE TIME AND PLACE OF ARRIVAL. 

3. NATO PASS WILL BE AVAILABLE AT SECURITY DESK, NATO 
HEADQUARTERS, MAIN ENTRANCE, UPON ARRIVAL.LEDOGAR 

UNCLASSIFIED 
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